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2.40 REPEAT NCI 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 

Each dealer and exhibitor shall employ an attending veterinarian under formal arrangements. In the case of a part-time 
attending veterinarian or consultant arrangements, the formal arrangements shall include a written program of veterinary 
care and regularly scheduled visits to the premises of the dealer or exhibitor. 

*** There was no PVC available to be reviewed at the time of inspection. The PVC should remain current and be available at 
the facility for inspection. 


3.125 ( a ) 

FACILITIES, GENERAL. 

Structural strength. The facility must be constructed of such material and of such strength as appropriate for the animals 
involved. The indoor and outdoor housing facilities shall be structurally sound and shall be maintained in good repair to 
protect the animals from injury and to contain the animals. 

*** The flooring in the indoor enclosure housing the Coatimundi is showing signs to wear; the linoleum is peeling in front of 
the door. This needs to be addressed for the health of the animals. 

Correct by: April 1 , 2005 

Animal Inventory: 3 Lemurs, 1 Coatimundi, 1 Fox, 1 Bushbaby, 1 Loris, 1 Hedgehog, 2 Armadillos 




